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also located at the same site; continuous current of 550 volts is produced 
as newer for the street railway line.. The industrial voltage for the town 
is 380 volts.. 


2 , Recently , a new building has been constructed near the power plant which 
will house the control machinery,. It is planned that the electric capa- 
city of the plant will be increased. 


3„ There is a branch plant which produces from 12,000 to 15*000 kilowatts of 
power which is sent by aerial cable to Brails, 

4 The electricity is produced by burning fuel oil;. 600 grams of crude oil are 
required to produce one kilowatt. This is considered to be high in costs 

5> -A Soviet Commission visited Galati in July 1950 with the purpose of con- 
ducting a survey for the site of a new power plant , it was said that the 
new plant ’would be ten times larger than the existing one,. As of August 
1951 9 however t no further plans had been made concerning this new power 
station » A sketch is attached which shows the location and various 
installations of the power plant., 

6, The Galati water supply averaged 16,500 cubic meters per day in the winter 
and over 20,000 cubic meters during the summer months o A new water purifi- 
cation system is located at Calea Prutului; the pipelines leading from the 
Danube River to this plant have a diameter of 150 »mu The attached sketch 
shows the location and installations of the water supply system in Galati „ 
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